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PURPOSE: 


The Criteria Used for Functional Screening vagal Uor0)) pari Lo 


2. DEFINITIONS 
Standard that is used to determine the functional 
screening Yaad! Yards! aan parimol jusol 


3. RESPONSIBILITIES 


PT, NURSES ,PHYSICIAN cUbVI UAspoUI YeubIl als 


4. Policy 


Know the health condition of patient in general that include risk factors. 


JA-3JI JLolg.c Jo Glo pole J4uiy YAsjpoU GyasJl UlaJl i6 y so. 


5. Procedure WielpaVvl 


Using outcome measure to identified the impairment and zl3JI g LO sg aAJI 33:23) da dii] Uno fol aca iiU 
functional limitation. o Ql9JI 


5.1. Measures of impairment: Aza Sao www -9,I 


5.1.1 Muscle Strength: using Manual muscle test, 1 $92 Yar all pladiwy ILAI ögö — 16,1 
— — test , Isokinetic and Isometric JUialg , oaa. 5I JIJA3JI Jil g; COM $JI JUL A 
ynamometry. JUial 9( CL5g3gjJl ) Ladi CL j 35 & o OMA I! 
( &L)109jJl ) Jaa$0JI 61.53 922 GLA sLJI. 


A - 1 as na D: —0, 
5.2 Measures of functional limitation: v4159Jl clavl ayaaj g Glo f 


5.2.1 Balance: berg balance scale. ey UJle-U! Ul iro :UJlo-Ul. o,f ,l 
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5.2.2 Functional disability: Oswestry disability index, j2-s-D( v5)11249 Un9l ) ulti polariwl -0,f,F 


Functional movement screen and Roland-Morris disability 
questionnaire. 


5.3 Measures of pain intensity: 
5.3.1 Visual Analogue Scale. 
5.3.2 Numeric Pain Rating Scale. 

5.4 Range of Motion Limitation: 
5.4.1 Goniometer. 


5.5 Level of consciousness : Glasgow coma scale 


6. MATERIALS, EQUIPMENT & FORMS 


Measures forms 


7. REFERENCES 


7.1 MOH standard 
7.2 CBAHI standard 


G 5LcAU ( U1JJ9.0- 33J9) ) UUariusl 9 (91A gJI 
roJUI Sau Yuin -0,P 

Gy pol Gp AU! Yulsio-o,P,I. 

05 JI roJiI ro.153 Uno -6,P^,f 

G^ 2JI 52-0Jl d)393-3.0 - 6,€ 


( pirogsivadl) UlgUIl UunUroo 6,E.l 


Uv) ( gAwME ) Uno x».c9Jl .s9inro — 6,0 
OGU9.LL$JI «52-0 


ealowIg WlasoJlg alooJl 


QLoJLsJI cjus oJI e3LoS 


diwlidJi GawJl öjljo V, 
Quwl.aJI CBAHI VF 
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